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From:  Garrahan,  Kevin 

Location:  Battelle  Memorial  Institute-  Crystal  City  Operations,  1550  Crystal  Drive, 

Suite  601 , Arlington,  VA  22202-2174 
Importance:  Normal 

Subject:  Declined:  Summer  ICRAWG  13  August  2015-PLEASE  RESPOND 

Start  Date/Time:  Thur  8/13/2015  12:45:00  PM 

End  Date/Time:  Thur  8/13/2015  4:45:00  PM 

Hi  Rachel, 


I regret  that  I've  been  called  up  to  EPA's  Emergency  Operations  Center  (EOC)  to  work  on  EPA's 
response  to  the  toxic  waste  spill  at  the  Gold  King  Mine/Animas  River  in  Colorado  and  will  not  be 
able  to  attend  this  week's  meeting. 


Kevin 


ED  000552D  00012153-00001 


